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UNCLAS LONDON 13709 

E.O. 11652:N/A 
TAGS: CASC 

SUBJECT: BOMBING AT HILTON HOTEL, LONDON 

1. FOLLOWING PERSONS SLIGHTLY, REPEAT SLIGHTLY 
INJURED IN HOTEL BOMBING BUT RELEASED FROM HOSPITAL: 
MORTON REIZEN; JOSEPH L. COLLINS, 8900 LINDBURST, 

FAIRFAX, VIRGINIA; BRIGADIER GENERAL CAPPUCCI, 

FALLS CHURCH, VA. 

2. JAMES MACDONALD IS BEING DETAINED IN ST. GEORGE'S 
HOSPITAL, HYDE PARK CORNER, LONDON, S.W.l TEL: 01-235- 
4343. HE IS ACCOMPANIED BY HIS WIFE WHO WAS NOT REPEAT 
NOT INJURED. 

3. DENIS DICKER, ACCOMPANIED BY HIS WIFE AND SON ARE ALL 
WELL. PLEASE INFORM MR. DICKER'S PARENTS AT A/C 214 692- 
0647 (HOME) OR 741-6501 (OFFICE). 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON13709 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750307-0753 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750980/aaaacsyu.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 DEC 2002 by maustmo; APPROVED <20 JAN 2004 by RowellE0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BOMBING AT HILTON HOTEL, LONDON 
TAGS: CASC, (MACDONALD, JAMES) 
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